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COMPLETE  SPECIFICATION. 

A  Belt  Appliance  for  Promoting  Breathing  through  the  Nostrils  and 

Keeping  the  jtfouth  Closed  during  Sleep. 

I,  Richaud  Begin ali)  Neyle,.  of  32,  East  Street,  Manchester  Square,  Maryle- 
bone,  London,  Haberdasher,  do  hereby  declare  the  nature  of  this  invention  and  in 
what  manner  the  same  is  to  be  performed,  to  be  particularly  described  and  ascer¬ 
tained  in  and  by  the  following  statement  :  — 

l)  Referring  to  the  accompanying  drawing,  a  belt  of  webbing  A  or  other  like 
material  long  enough  to  go  under  the  chin  up  by  the  sides  of  the  face  and  meet 
and  buckle  on  the  top  of  the  head  has  attached  to  it  another  band  B  to  go  round 
the  back  of  the  head.  These  two  bands  are  joined  by  another  band  C  running 
from  the  top  of  the  head  to  the  back  of  the  same,  thus  effectually  preventing 
10  the  appliance  from  coming  off  over  the  face  of  its  own  accord.  To  the  band  A  at 
the  place  intended  for  the  chin  and  in  front  thereof,,  just  under  the  lower  lip 
I  attach  a  strap  and  buckle  1)  which  when  fastened  renders  it  impossible  for  the 
appliance  to  come  off  lound  the  neck  of  its  own  accord.  By  these  means  the 
mouth  is  kept  closed  during  sleep  and  breathing!  through  the  nostrils  is  thereby 
]  5  promoted. 

Having  now  particularly  described  and  ascertained  the  nature  of  my  said 
invention  and  in  what  manner  the  same  is  to  be  performed,  I  declare  that  what 
I  claim  is  ;  — 

1st.  A  belt  of  webbing  or  other  like  material  substantially  as  and  for  the 
20  purpose  hereinbefore  described  and  illustrated  with  reference  to  the  accompany¬ 
ing  drawing. 

2nd.  The  strap  and  buckle  attachment  marked  1)  on  accompanying  drawing 
in  front  of  the  chin  and  under  the  lower  lip,  whereby  the  appliance  is  firmly 
kept  in  its  place. 

25  3rd.  A  novel  means  whereby  breathing  through  the  nostrils  is  promoted  and 
the  mouth  kept  closed  during  sleep  with  consequent  preservation  of  health  as  I 
have  proved  in  my  own  experience. 

Hated  this  9th  day  of  November  1899. 

RICHARD  REGINALD  NEYLE. 
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